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INFO AMEMBASSY ATHENS 

AMEMBASSY NICOSIA 

USMISSION USNATO 

USMISSION USUN NEW YORK 

USCINCEUR 

AMCONSUL ADANA 

AMCONSUL ISTANBUL 

AMCONSUL IZMIR 

UNCLAS ANKARA 8719 

E.O. 11652: N/A 
TAGS: PGOV, TU 

SUBJECT: PRESIDENT KORUTURK'S HEALTH 

REF: (A) ANKARA 7895 (DTG 271 100Z OCT 77), (B) ANKARA 8461 
(DTG 170920Z NOV 77) 

THE PRESIDENT’S OFFICE, IN AN ANNOUNCEMENT CARRIED IN 
SEVERAL TURKISH NEWSPAPERS ON DECEMBER 1, SAID THAT THE 
NERVOUS DISORDER AFFECTING THE RIGHT LEG OF PRESIDENT 
KORUTURK HAS RESPONDED WELL TO PHYSICAL THERAPY AND MEDICATION. 

ACCORDING TO THE TEAM OF DOCTORS TREATING PRESIDENT 
KORUTURK, THE PRESIDENT WILL BE ABLE TO CONTINUE HIS 
NORMAL SCHEDULE WHILE REMAINING UNDER TREATMENT AND 
EXERCISING FOR ANOTHER TWO-MONTH PERIOD. THE ANNOUNCEMENT 
CONTINUED THAT THE PRESIDENT'S PHYSICIANS ARE PLEASED WITH 
HIS RECOVERY. 
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